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Message Text 


INFO OCT-01 EUR-12 ISO-00 CCO-00 FBOE-00 A-01 /020 W 

075244 220344Z/70 

R212001ZMAR 78 
FM AMEMBASSY BRUSSELS 
TO AMCONSUL FRANKFURT 
INFO SECSTATE WASHDC 5607 
AMEMBASSY BONN 


LIMITED OFFICIAL USE BRUSSELS 05623 

E.O. 11652: N/A 
TAGS: AEAC, ASEC 

SUBJECT: COMMCENTER AIR CONDITIONING 

REE: STATE 49792 

1. MATERIAL DESCRIBED IN PARAS 1 AND 2 REFTEL NOW ON SITE. APPROXI- 
MATELY 50 FEET OF AIR DUCTS MUST BE REMOVED, IN ADDITION TO THAT 
COVERED IN PRESENT JOB SCOPE. 

2. PLEASE ADVISE NAMES AND SCHEDULE OF TEAM REEERRED TO IN PARA 3 
REETEL. CHAMBERS 
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